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rom 990-T Exempt Organization Business Income Tax Return OMB Мо 1545-0687 
(and proxy tax under section 6033(e)) 


For calendar year 2014 or other tax year beginning ‚апа ending 20 1 4 
Shei toner Батага > information about Form 990-T and its instructions is available at www, irs. gov/form990t. AIR 
Internat Revenue Service > Do not enter SSN numbers on this form as it may be made public if your organization is a 501(c)(3). 501(cX3) Organizations Only 
A L. Check box if Name of organization (1 — | Check box if name changed and see instructions.) ee 
address changed instructions ) 
' B Exempt under section Шы ENSIGN РЕАК ADVISORS, INC. 84-1432969 


[Х |50с)(3 ) Number, street, and room or suite no. If a P.O. box, see instructions. do сое 


E 408e) Г__]220(е) mp 50 E NORTH TEMPLE ST - COB 22 


& C] 408А L_]530(a) City or town, state or province, country, and ZIP or foreign postal code 
S Б 25990 541900 
к 0 {= аме ої анду fF Group exemption number (See instructions.) > 
e» 000, 000. [G Check organization type > LX] 501(с) corporation |__| 501(c) trust 1 401(a) trust |_| Other trust 
N 
© H 1.00 the organization's primary unrelated business activity. > INVESTING 
GH | During the tax year, was the corporation a subsidiary in an affiliated group or a parent-subsidiary controlled group? » Yes No 
If "Yes," enter the name and identifying number of the parent corporation. P> SEE STATEMENT 3 
J The books are n care of > CRAIG WHITING, TAX MANAGER Telephone number > 801-240-3030 
[Parti | Unrelated Trade or Business Income | {шот | (B)Expenses |_ (Ки 
1а Gross receipts or sales e —--ki- === <a R 
b Less returns and allowances c Balance > 
2 Cost of goods sold (Schedule A, line 7) рр 
8 Gross profit. Subtract line 2 from line 1с ENL 
4a Capital gain net income (attach Schedule D) Га) E 
b_Net gain (loss) (Form 4797, Part II, line 17) (attach Form 4797) TH Wes ae PO 
с Capital loss deduction for trusts HON EI IA 
5 Income (loss) from partnerships and S corporations (attach statement) |5 | 8,754,071. 8,754,071. 2 ( 
6 Rent income (Schedule C) кєр огры ra 
7 Unrelated debt-financed income (Schedule E) | AP 
= 8 Interest, annuities, royalties, and rents from controlled organizations (Sch.F) | 8 | || 
Y 9 Investment income of a section 501(c)(7), (9), or (17) organization (ScheduleG)} 9 JJ | | 
= 10 Exploited exempt activity income (Schedule 1) Юр 
== 11 Advertising income (Schedule J) пи. PR 
CO 12 Other income (See instructions; attach schedule) ЕЧЕН ннн 
e 13 Total. Combine lines З through 12 |13| 8,754,071) | 8,754,071. т 
о | Part 1! | Deductions Not Taken Elsewhere (See instructions for limitations on deductions ) N 
tg (Except for contnbutions, deductions must be directly connected with the unrelated business income.) N | 
a 14 Compensation of officers, directors, and trustees (Schedule К) | 
E. 15 Salaries and wages 
€» 16  hReparsand maintenance 
YD 17 Bad debts 


01 АМ блв u озн 


18 = Interest (attach schedule) 
19 Taxes and licenses 


20 Charitable contributions (See instructions for limitation rules) SEE STATEMENT 5 0. 
21 Depreciation (attach Form 4562) 21 

22 Less depreciation claimed on Schedule A and elsewhere on return |а) — | 

23 Depletion 


24 Contributions to deferred compensation plans "RECEIVED y 


25 X Employee benefit programs 

26 X Excess exempt expenses (Schedule І) 
27 Ехсеѕѕ readership costs (Schedule J) 
28 Other deductions (attach schedule) 


29 тойа! deductions. Add lines RR OGDEN, I = 


1,683,625. 
1,683,625. 


SEE STATEMENT 2 


nN“ 
N mb 


30 Unrelated business taxable income beforé:net-opera SLEA ara ne 29 from line 13 7,070,446. 
31 Net operating loss deduction (limited to the amount on line 30) SEE STATEMENT 4 7,070,446. 
32 Unrelated business taxable income before specific deduction. Subtract line 31 from line 30 0. 
33 Specific deduction (Generally $1,000, but see Ine 33 instructions for exceptions) 1,000. 
34 Unrelated business taxable income. Subtract line 33 from line 32. If line 33 is greater than line 32, enter the smaller of zero or 

line 32 : 0. 
07-13-15 LHA For Paperwork Reduction Act Notice, see instructions. Form 990-T (2014) 
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Form 990-7 (2014) ENSIGN PEAK ADVISORS, INC. 84-1432969 Page 2 
| Part ill | Tax Computation 


35 Organizations Taxable as Corporations. See instructions for tax computation. 
Controlled group members (sections 1561 and 1563) check here i» [x] See instructions and: 
a Enter your share of the $50,000, $25,000, and $9,925,000 taxable income brackets (in that order): 
(1) Б 0.| (2) [$ 0. (3) [$ 0. 
b Enter organization's share of: (1) Additional 5% tax (not more than $11,750) i$ ^ 09. 
(2) Additional 3% tax (not more than $100,000) E —PÀ | 
с Income tax on the amount on line 34 f > 0. 
36 Trusts Taxable at Trust Rates. See instructions for tax computation. Income tax оп the amount оп line 34 from: Ж 
ГІ Tax rate schedule or ГС | Schedule D (Form 1041) > 
37 Proxy tax. See instructions > 
38 Alternative minimum tax | 38 | 139,445. 
39 Total Add lines 37 and 38 to line 35c or 36, whichever applies | 39 | 139,445. 
| Part IV | Tax and Payments 
40a Foreign tax credit (corporations attach Form 1118; trusts attach Form 1116) Laa | 
b Other credits (see instructions) ET 
с General business credit. Attach Form 3800 ET о О | 
d Credit for prior year minimum tax (attach Form 8801 or 8827) soa) | 
e Total credits. Add lines 40a through 40d 
41 Subtract line 40e from line 39 : | 41 | 139,445. 
42 Other taxes. Check if from: L_] Form 4255 L_] Form 8611 L] Form 8697 LL] Form 8866 [_] other (attach schedule) | 42 | 
43 Total tax. Add lines 41 and 42 | 43 | 139,445. 
44 a Payments: A 2013 overpayment credited to 2014 44a 100,000. 
672014 estimated tax payments x - =-=- ЕТТЕ --—-- -| Е 
с Tax deposited with Form 8868 Late] | 
d Foreign organizations: Tax paid or withheld at source (see instructions) . 4d] | 
e Backup withholding (see instructions) | 
f Credit for small employer health insurance premiums (Attach Form 8941) 
g Other credits and payments: C] Form 2439 "m 
LX] Form 4136 352. [ ] other «Total > 352. 
45 Total payments. Add lines 44a through 44g 100,352. 
46 Estimated tax penalty (see instructions). Check if Form 2220 is attached > СХ) | 46 | 517. 
47 Tax due. If line 45 is less than the total of lines 43 and 46, enter amount owed > 39,610. 
48 Overpayment. If line 45 15 larger than the total of lines 43 and 46, enter amount overpaid > | 48 | 
49 Enter the amount of line 48 you want Credited to 2015 estimated tax > Refunded  » | 49 | 
tatements Regarding Certain Activities and Other Information (see instructions) 

1 Atany time during the 2014 calendar year, did the organization have an interest in or a signature or other authority over a financial account (bank, Yes | No 
securities, or other) in a foreign country? If YES, the organization may have to file Form FinCEN Form 114, Report of Foreign Bank and Financial Ш 
Accounts. If YES, enter the name of the foreign country here > x 

2  Dunngthe tax year, did the organization receive a distribution from, or was it The grantor of, or transferor To, a Yoreign tus 
Н YES, see instructions for other forms the organization may have to file ШЕН x 

3 Enter the amount of tax-exempt interest received or accrued during the tax year B> $ EN 


Schedule A - Cost of Goods Sold. Enter method of inventory valuation |» N/A 


1 Inventory at beginning of year [кү сыз у) 6 Inventory at end of year 
2 Purchases ЕСЕ Р E 7 Cost о! goods sold. Subtract line 6 
3 Cost of labor ЕЗГІ: у | from line 5. Enter here and ın Part |, line 2 


8 Do the rules of section 263A (with respect to 
b Other costs (attach schedule) ЕГЕ ШЕННЕН property produced or acquired for resale) apply to 
5 Total. Add lines 1 through 4b l5] _  _ | 


Mj 


Yes | No 


the organization? 


м 


Sign x May the IRS discuss this return with 
Here b 1 resi den ] the preparer shown below (see 
е instructions)? [Х| Yes [ ] No 
Print/Type preparer's name Preparer's signature Check |_| if | PTIN 
Paid self- employed 
Preparer OAN S MCMAHON 1-7) din IVS P00966494 


Use Only [firm's name > DELOITTE ТАХ Р  |нтзЕМ» 86-1065772 


555 MISSION STREET 
Firm's address > SAN FRANCISCO, СА 94105 Phone no. 415-783-4000 


423711 01-13-15 Form 990-T (2014) 
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Form 990-7 (2014) ENSIGN PEAK ADVISORS, INC. 84-1432969 Page 3 
Schedule C - Rent Income (From Real Property and Personal Property Leased With Real Property)(see instructions) 


1. Descnption of property 


"o ncc cc un E 
Xo DE" sc ES 
б> AA x ——— —————— J-————a€— € 


4 


2. Rent received or accrued 
3(а) Deductions directly connected with the income in 


a) From persona! property (rf the percentage of В) From real and personal property (rf the percentage 
( ) rent for personal property 15 more than ( n rent for personal property exceeds 5096 or if columns 2(a) and Ab) (attach schedule) 
10% but not more than 50%) the rent is based on profit or income) 


ш [N [—= 


4 
Total 0. | Tota 0. 
(c) Total income. Add totals of columns 2(a) and 2(b). Enter (b) Total deductions. 
Enter here and on page 1, 
here and on page 1, Part 1, line 6, column (А) » 0. |Балііпе6, column (8) WM» 0. 


Schedule E - Unrelated Debt-Financed Income (see instructions) 


3. Deductions directly connected with or allocable 


2. Gross income from to debt-financed property 


or allocable to debt- 
financed property 


а) Straight line depreciation 
(attach schedule) 


0) Other deductions 


1. Description of debt-financed property (attach schedule) 


1 
2 = 2, 
3 
4 
4. Amount of average acquisition 5. Average adjusted basis 6. Column 4 divided 7. Gross income 8. Allocable deductions 
debt on or allocable to debt-financed of or allocable to by column 5 reportable (column (column 6 x total of columns 
property (attach schedule) debt-financed property 2 x column 6) 3(a) and 3(b)) 
(attach schedule) 
1 
2 
3 
4 
Enter here and on page 1, Enter here and on page 1, 
Part I, line 7, column (A) Part |, line 7, column (В) 
Totals 0. 
Total dividends-received deductions included in column 8 0. 


4. 
Total of specified 
payments made 


3. 


Net unrelated income 
(loss) (see instructions) 


6. Deductions directly 
connected with income 
in column 5 


5. рал of column 4 that is 
included tn the controlling 
organization's gross income 


1. мате ot controlled organization 


Employer identification 
number 


4 
Nonexempt Controlled Organizations 
7. Taxable Income 8. Net unrelated income (loss) 10. Part of column 9 that is included 


(see instructions) а in the controlling organization's 
gross income 


Qin [= 


11. Deductions directly connected 
with income in column 10 


1 

2 

3 

4 

Add columns 5 and 10 Add columns 6 and 11 
Enter here and on page 1, Part I, Enter here and on page 1, Part I, 
line 8, column (A) Ime 8, column (B) 

Totals » 0. 0. 
423721 01-13-15 Form 990-T (2014) 


Form 990-1 (2014) ENSIGN PEAK ADVISORS, INC. 84-1432969 Page 4 


Schedule О - investment Income of a Section 501(c)(7), (9), or (17) Organization 
(see instructions) 
(1) 


3. Deductions 4 5. Total deductions 
1. Descnption of income 2. Amount of income directly connected - Sot esc and set-asides 
(attach schedule) {attach schedule) (col 3 plus col 4) 
(2) 


(3) |a gr 2 
Part |, line 9, column (А) 


(4) 
* Enter here and on page 1, 
. Part 1, line 9, column (B) 
Totals » 0. 0. 


Schedule | - Exploited Exempt Activity Income, Other Than Advertising Income 


(see instructions) 


Enter here and on page 1, 


4. Net income (loss) 


from unrelated trade or 5. Gross income 7. Excess exempt 


expenses (column 


3. Expenses 


2. Gross 6. Expenses 


1 Description of unrelated business directly connected business (column 2 from activity that 
x with production attributable to 6 minus column 5, 
exploited activity income from of unrelat minus column 3) Ға 15 not unrelated column 5 but not more than 


trade or business business income gain, ени age 5 business income column 4). 


Enter here and 
on page 1, 
Part 11, line 26 


Enter here and on 
page 1, Part |, 
Ime 10, col (B) 


Enter here and on 
page 1, Part I, 
line 10, col (A) 


0-. 0-. 0:. 


Schedule J - Advertising Income (see instructions) 
| Part | | Income From Periodicals Reported on a Consolidated Basis 


4. Advertising gain 7. Excess readership 


2. Gross 3. Drect or (loss) (col 2 minus 5. Circulation costs (column 6 minus 


1. Name of periodical eee advertising costs | col 3) На дат, compute column 5, but not more 
cols 5 through 7 than column 4) 


4. Advertising gain 
or (loss) (col 2 minus 
со! 3) If a gain, compute 
cols 5 through 7 


2. Gross 
advertising 
income 


5. Circulation 
income 


3. Direct 
advertising costs 


1. Name of periodical 


T. Excess readership 
6. Readership costs (column 6 minus 
costs column 5, but not more 
than column 4) 


(1) 
(2) 
6) 
(4) 
Totals trom Part | > 0. 
Enter here and on Enter here and on Enter here and 
page 1, Part I, page 1, Part I, on page 1, 
line 11, со! (A) line 11, col (B) Part Il, ine 27 
Totals, Part 1! (lines 1-5 » 0. . 0. 
Schedule K - Compensation of Officers, Directors, and Trustees (see instructions) 
ce а. 4. Compensation attributable 
1. Name 2. Title business to unrelated business 
1 A | % 
2 be eee ee Бан 
3 Pee a eee i, 32-23% 
4 a тн % 
Total. Enter here and on page 1, Part Il, line 14 » 0. 
Form 990-T (2014) 
423731 
01-13-15 


4626 Alternative Minimum Tax - Corporations OMB No 1545-0123 


Form B> Attach to the corporation's tax return. 
чн. әлгіні ону; > Information about Form 4626 and its separate instructions is at www. irs.gov/form4626. 20 1 4 
Name Employer identification number 
ENSIGN PEAK ADVISORS, INC. 84-1432969 
Note: See the instructions to find out if the corporation ts a small corporation exempt 
from the alternative minimum tax (AMT) under section 55(e). 
1 Taxable income or (loss) before net operating loss deduction 7,069,446. 
2 Adjustments and preferences: "m 
a Depreciation of post-1986 property -44,474. 
b Amortization of certified pollution control facilities | 2b | 
€ Amortization of mining exploration and development costs ЕСЕ 
d Amortization of circulation expenditures (personal holding companies only) | 2d | 
e Adjusted gain or loss | 2e | -1,283. 
f Long-term contracts | 2f | 
g Merchant marine capital construction funds | 29 | 
h Section 833(b) deduction (Blue Cross, Blue Shield, and similar type organizations only) | 2h | 
i Tax shelter farm activities (personal service corporations only) | 2i | 
j Passive activities. (closely held corporations and personal service corporations only) | 2j | 
k Loss limitations Ea 
1 Depletion EB 
m Tax-exempt interest income from specified private activity bonds | 2m | 
n Intangible drilling costs | 2n | 
o Other adjustments and preferences - STATEMENT 8 “| 20| ...-38,294. 
3 Pre-adjustment alternative minimum taxable income (AMTI). Combine {ines 1 through 20 ки 6,985,395. 
4 Adjusted current earnings (ACE) adjustment: 
а ACE from line 10 of the ACE worksheet їп the instructions 4a 6,985,395. 
b Subtract line 3 from iine 4a. If line 3 exceeds line 4a, enter the difference as a ШИШЕ 
Negative amount (see instructions) 
с Multiply line 4b by 75% (.75). Enter the result as a positive amount p4cf | 
d Enter the excess, rf any, of the corporation's total increases in AMTI from prior 
year ACE adjustments over its total reductions in AMTI from prior year ACE 
adjustments (see instructions). Note: You must enter an amount on line 4d 
(even if line 4b ts positive) 10,797. 
e ACE adjustment. 
* If line 4b is zero or more, enter the amount from line 4c 
* If line 4b is less than zero, enter the smaller of tine 4c or line 4d as a negative amount 0. 
5 Combine lines 3 and 4e. If zero or less, stop here; the corporation does not owe any AMT EN 6,985,395. 
6 Alternative tax net operating loss deduction (see instructions) STATEMENT 9 | 6 | 6,288,171. 
7 Alternative minimum taxable income. Subtract hne 6 from line 5. If the corporation held a residual 
interest in a REMIC, see instructions 697,224. 
8 Exemption phase-out (if line 7 15 $310,000 or more, skip lines 8a and 8b and enter -0- on line 8c): 
а Subtract $150,000 from line 7 (rf completing this line for a member of a controlled 
group, see instructions). If zero or less, enter -0- 8a 
b Multiply line 8a by 25% (.25) E — | | 
€ Exemption. Subtract line 8b from $40,000 (if completing this line for a member of a controlled 
group, see instructions). If zero or less, enter -0- 0. 
9 — Subtract line 8c from line 7. If zero or less, enter -0- | 9 | 697,224. 
10 Multiply line 9 by 20% (.20) | 10 | 139,445. 
11 Alternative minimum tax foreign tax credit (AMTFTC) (see instructions) 11] 
12 Tentative minimum tax. Subtract line 11 from line 10 | 12 | 139,445. 
13 Regular tax liability before applying all credits except the foreign tax credit EJ 
14 Alternative minimum tax. Subtract line 13 from line 12. If zero or less, enter -0-. Enter here and on M 
Form 1120, Schedule J, line 3, or the appropriate line of the corporation's income tax return 139,445. 
JWA For Paperwork Reduction Act Notice, see separate instructions. Form 4626 (2014) 
* SEE ALSO STATEMENT 6 
STATEMENT 7 
417001 
12-04-14 
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ENSIGN PEAK ADVISORS, INC. 
Adjusted Current Earnings (ACE) Worksheet 
Ь See ACE Worksheet Instructions. 


1 Pre-adjustment AMTI. Enter the amount from line 3 of Form 4626 
2 ACE depreciation adjustment: 

a AMT depreciation 

b ACE depreciation: 


(1) 
(2) 
(3) 
(4) 
(5) 


(6) 
(7) 


Post-1993 property EST — 5 5  — || 
Post-1989, pre-1994 property ETT 
Pre-1990 MACRS property Ы 
Рге-1990 original ACRS property КІП | 
Property described in sections Ed 
168(f)(1) through (4) 

Other property 26) | 
Total ACE depreciation. Add lines 2b(1) through 2b(6) 


с ACE depreciation adjustment. Subtract line 2b(7) from line 2a 
3 inclusion in ACE of items included in earnings and profits (E&P): 
a Tax-exempt interest income 
b Death benefits from life insurance contracts 
с All other distributions from life insurance contracts (including surrenders) 
d Inside buildup of undistributed income in life insurance contracts 
e Other items (see Regulations sections 1.56(g)-1(c)(6)(u) through (ix) 
for a partial list) 
f Total increase to ACE from inclusion in ACE of items included in E&P. Add lines 3a through 3e 


—.—— —— ——4-— Disallowance of items not deductible from E&P: 


2b(7) 


>» 


84-1432969 


6,985,395. 


a Certain dividends received 

b Dividends paid on certain preferred stock of public utilities that are deductible 
under section 247 

с Dividends paid to an ESOP that are deductible under section 404(k) 

d Nonpatronage dividends that are paid and deductible under section 
1382(c) 

e Other items (see Regulations sections 1.56(g)-1(d)(3)(1) and (и) for a 
partial list) 

f Total increase to ACE because of disallowance cf tems not deductible from E&P. Add lines 4a through 4e 

5 Other adjustments based on rules for figuring E&P: 

a Intangible drilling costs 

b Circulation expenditures 

с Organizational expenditures 

d LIFO inventory adjustments 

e Instaliment sales 

f Total other E&P adjustments. Combine lines 5a through 5e 


oon о 


Disallowance of loss on exchange of debt pools 

Acquisition expenses of life insurance companies for qualified foreign contracts 

Depletion 

Basis adjustments in determining gain or loss from sale or exchange of pre-1994 property 


> 
m 


w 


10 Adjusted current earnings. Combine lines 1, 2c, 3f, 4f, and 5f through 9. Enter the result here and on line 4a of 
Form 4626 


417021 
05-01-14 


6,985,395. 


ENSIGN PEAK ADVISORS, INC. 


84-1432969 


ҒОКМ 4626 AMT CONTRIBUTION LIMITATION STATEMENT 6 
1) REGULAR TAXABLE INCOME BEFORE NOL, CHARITABLE CONTRIBUTIONS, 
AND DOMESTIC PRODUCTION ACTIVITIES DEDUCTION (DPAD) .... 7,069,446 
2) ADD: OTHER AMT ADJUSTMENT AND PREFERENCE ITEMS OTHER 
THAN ACE, CHARITABLE CONTRIBUTIONS AND ОРАР... -45,757 
3) PREADJUSTMENT AMTI BEFORE АСЕ, CHARITABLE DEDUCTIONS, 
NOL AND DPAD . . . . «© «© © «e © © © © » © © © © © © © © n 7,023,689 
4) ACE ADJUSTMENT ITEMS . . +. . . «© © © © © © © © © © © © 9m 9 9| 
5) ACE WITHOUT CHARITABLE CONTRIBUTIONS (LINE 3 PLUS LINE 4). . 7,023,689 
6) LINE 5 LESS LINE 3 (ENTER EXCESS AS A NEGATIVE AMOUNT) . . 
7) MULTIPLY LINE 6 BY 75$. ENTER RESULT AS A POSITIVE AMOUNT 
8) ENTER EXCESS OF THE CORPORATION'S PRIOR YEAR NET INCREASES 
IN AMTI DUE TO ACE . . . . . . © © © © © © © © © © © © on 10,797 
9) ACE ADJUSTMENT: 
IF LINE 6 IS POSITIVE OR ZERO ENTER THE AMOUNT 
FROM LINE 7 HERE AS A POSITIVE AMOUNT 
IF LINE 6 IS NEGATIVE, ENTER THE SMALLER OF LINE 7 
OR LINE 8 HERE AS A NEGATIVE AMOUNT . +. +. +. e s èe» e e +. 
10) AMTI WITHOUT CHARITABLE CONTRIBUTIONS, NOL AND DPAD 
(LINE 3 PLUS LINE 9)... . . . . . . 7,023,689 
11) CONTRIBUTION LIMITATION TO CALCULATE 90% AMTI LIMITATION 
FOR NOL. . + + (LINE 10 PLUS SPECIAL DEDUCTIONS 
NOT PREVIOUSLY | INCLUDED IN THE ACE ADJUSTMENT ON LINE 9 
ABOVE, MULTIPLIED BY 10$). . +. . +. +. +. +. © «© © © © «© oo 702,369 
12) TOTAL AVAILABLE CONTRIBUTIONS ................ 36,832 
13) CONTRIBUTION DEDUCTION TO CALCULATE 90% AMTI LIMITATION 
FOR NOL (LESSER OF LINE 11 OR LINE 12) . . . . . +. + 36,832 
14) AMTI FOR PURPOSES OF 90% NOL LIMITATION (LINE 10 LESS 
LINE 13) . . IX 6,986,857 
15) NOL LIMITATION ( "90% OF LINE 714). e. es oos ooo 9 9 5| 6,288,171 
16) TOTAL NOL АУАТГАВҺЬЕ.................. we 13,416,258 
17) АМТ NOL (LESSER ОЕ LINE 15 OR LINE 16) .......... 6,288,171 
18) AMTI FOR CHARITABLE DEDUCTION LIMITATION (LINE 10 
PLUS SPECIAL DEDUCTIONS LESS AMT NOL ON LINE 17)... . 735,518 
13)  I0$ OF “LINE 18 ш soe s x Wow ж» ж ж жоё а ж E ee A 73,552 
20) AMT CHARITABLE DEDUCTION (LESSER OF LINE 12 OR LINE 19). . 36,832 
21) REGULAR CONTRIBUTION DEDUCTION .............. 0 
22) AMT CONTRIBUTION ADJUSTMENT (LINE 21 LESS LINE 20) .... -36,832 
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STATEMENT(S) 6 


ENSIGN PEAK ADVISORS, INC. 


FORM 4626 


CARRYOVER 


FOR 


TOTAL 


TAX YEAR 2009 
TAX YEAR 2010 
TAX YEAR 2011 
TAX YEAR 2012 
TAX YEAR 2013 


CARRYOVER 


CURRENT YEAR CONTRIBUTIONS 


TOTAL 


CONTRIBUTIONS 


10% OF TAXABLE INCOME AS ADJUSTED 


EXCESS CONTRIBUTIONS 


ALLOWABLE CONTRIBUTIONS 


AMT CONTRIBUTIONS 


OF PRIOR YEARS UNUSED CONTRIBUTIONS 


9,096 
11,252 
8,579 


7,905 


84-1432969 


STATEMENT 7 
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STATEMENT(S) 7 


ENSIGN PEAK ADVISORS, INC. 84-1432969 


FORM 4626 OTHER AMT ADJUSTMENTS STATEMENT 8 
DESCRIPTION AMOUNT 
CHARITABLE CONTRIBUTIONS -36,832. 
DOMESTIC PRODUCTION ACTIVITY DEDUCTION ADJUSTMENT -1,462. 
TOTAL TO FORM 4626, LINE 20 -38,294. 
FORM 4626 ALTERNATIVE MINIMUM TAX NOL DEDUCTION STATEMENT 9 
LOSS 

PREVIOUSLY LOSS 
TAX YEAR LOSS SUSTAINED APPLIED REMAINING 
12/31/09 6,020,514. 2,944,999. 3,075,515. 
12/31/10 3,272,314. 0. 3,272,314. 
12/31/11 4,097,474. 0. 4,097,474. 
12/31/13 2,970,955. 0. 2,970,955. 
АМТ NOL CARRYOVER AVAILABLE THIS YEAR ў 13,416,258. 


13 STATEMENT(S) 8, 9 


4562 Depreciation and Amortization OMB No 1545-0172 


(Including Information on Listed Property) 990-Т 20 1 4 
Department of the Treasury > Attach to your tax return. Attachment 
Internal Revenue Service (99) Information about Form 4562 and its separate instructions is at www irs gov/farn456 Sequence No 179 
Name(s) shown on return Business or activity to which this form relates Identifying number 


ENSIGN PEAK ADVISORS, INC. ORM 990-T PAGE 1 84-1432969 
| Part | Election To Expense Certain Property Under Section 179 Note: /f you have any listed property, complete Part V before you complete Part 1. 
Maximum amount (see instructions) 500,000. 
Total cost of section 179 property placed in service (see instructions) 
Threshold cost of section 179 property before reduction in limitation 
Reduction in limitation. Subtract line З from line 2 1f zero or less, enter -0- 


b3 


2,000,000. 


Dollar limitation for tax year Subtract line 4 from line 1 If zero or less, enter -0- If married filing separately, see instructions 


(a) Description of property (b) Cost (business use only) (c) Elected cost 


ојіль OND = 


¡NE 
ss 
AN 
НЫ ee 

7 Listed property Enter the amount from line 29 

B Total elected cost of section 179 property. Add amounts in column (c), lines 6 and 7 

9 Tentative deduction. Enter the smaller of line 5 or line 8 

10 Carryover of disallowed deduction from line 13 of your 2013 Form 4562 


11 Business income limitation. Enter the smaller of business income (not less than zero) or line 5 
12 Section 179 expense deduction Add lines 9 and 10, but do not enter more than line 11 | 42 | 


o 13 Carryover of disallowed deduction to 2015 Add lines 9 and 10, less line 12 » КСЕНОН 


Note: Do not use Part Il or Part lil below for listed property Instead, use Part V 

| Part Il | Special Depreciation Allowance and Other Depreciation (Do not include listed property.) 

14 Special depreciation allowance for qualified property (other than listed property) placed in service dunng 
the tax year 

15 Property subject to section 168(f)(1) election 


16 Other depreciation (including ACRS 
| Part Ill | MACRS Depreciation (Do not include listed property.) (See instructions ) 


С 25-year property 


h Residential rental property 


i Nonresidential real property 


Section A 

17 MACRS deductions for assets placed in service in tax years beginning before 2014 

18 "уои are electing to group any assets placed in service during the tax year into one or more general asset accounts, check here » ШІ 

Section В - Assets Placed іп Service During 2014 Tax Year Using the General Depreciation System 
(b) Month and (c) Basis for depreciation 
(a) Classification of property year placed (business/investment use (d) Recovery (e) Convention | (f) Method (g) Depreciation deduction 

їп Service only - see instructions) | OEE |ie [өмнө 
19a Зуеагргорегіу EE ree [remi 
b — Syear property EE ME ЕЕЕ 
c — 7yearproperty PERE A Ені! 
d ТОуеагргорегіу PE MESAS iar 
e _15year property O сыл Бекен 
f 2буеагргорегіу к= — ее мн 
| ds | 
| MM | St | 
| MM | St | 
| MM | St | 
| мм | sn] 


Section С - Assets Placed in Service During 2014 Tax Year Using the Alternative Depreciation System 


20a Class Ме BENE 
b 12-year 
c 40-уеаг 

| Part IV | Summary (See instructions ) 

21 Listed property Enter amount from line 28 | 21 | 

22 Total. Add amounts from line 12, lines 14 through 17, lines 19 and 20 in column (g), and tine 21 ғ 
Enter here and on the appropriate lines of your return. Partnerships and S corporations - see instr 

23 For assets shown above and placed in service during the current year, enter the ы e ` Р 
portion of the basis attributable to section 263A costs 


4162512 LHA For Paperwork Reduction Act Notice, see separate instructions. Form 4562 (2014) 
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Form 4562 (2014 ENSIGN PEAK ADVISORS, INC. 84-1432969 page 2 
[Part V | Listed Property (Include automobiles, certain other vehicles, certain aircraft, certain computers, and property used for entertainment, 


recreation, or amusement.) 
Note: For any vehicle for which you are using the standard mileage rate or deducting lease expense, complete only 24a, 24b, columns (a) 
through (c) of Section A, all of Section B, and Section C if applicable 


Section A - Depreciation and Other Information (Caution: See the instructions for limits for passenger automobiles ) 


24a Do you have evidence to support the business/investment use claimed? 
(b) (c) 


(i) 


(a) Ц (н) 
їе Business/ Basis for depreciation Elected 
Type of property а Cost ог Recovery Method/ Depreciation 
placed in investment (business/investment section 179 
(list vehicles first) Servite use percentage other basıs period Convention deduction còst 


25 Special depreciation allowance for qualified listed property placed ın service dunng the tax year апа 
used more than 50% in a qualified business use 
26 Property used more than 50% in a qualified business use 


28 Add amounts in column (h), lines 25 through 27 Enter here and on line 21, page 1 

29 Add amounts in column (i), line 26. Enter here and on line 7, page 1 
Section B - Information on Use of Vehicles 

Complete this section for vehicles used by a sole proprietor, partner, or other "тоге than 5% owner," or related person If you provided vehicles 

to your employees, first answer the questions in Section C to see if you meet an exception to completing this section for those vehicles. 


(f) 

30 Total business/investment miles driven during the Vehicle 
year (do not include commuting miles) 

31 Total commuting miles dnven during the year 

32 Total other personal (noncommuting) miles 
driven 

33 Total miles driven during the year. 
Add lines 30 through 32 

34 Was the vehicle available for personal use 
dunng off-duty hours? 

35 Was the vehicle used pnmanly by a more 
than 596 owner or related person? 

36 Is another vehicle available for personal 

use? 


Yes | Yes | No | Yes | No | Yes | No | Yes | No | Yes | 
Section C - Questions for Employers Who Provide Venicles for Use by Their Employees 
Answer these questions to determine if you meet an exception to completing Section B for vehicles used by employees who are not more than 5% 
owners or related persons. 
37 Do you maintain a written policy statement that prohibits all personal use of vehicles, including commuting, by your No 
employees? 
38 Do you maintain a written policy statement that prohibits personal use of vehicles, except commuting, by your 


employees? See the instructions for vehicles used by corporate officers, directors, or 196 or more owners 


39 Do you treat all use of vehicles by employees as personal use? NN 


40 Do you provide more than five vehicles to your employees, obtain information from your employees about 
the use of the vehicles, and retain the information received? 

41 Do you meet the requirements concerning qualified automobile demonstration use? 
Note: /f your answer to 37, 38, 39, 40, or 41 is "Yes," do not complete Section B for the covered vehicles 


| Part VI | Amortization 


(a) (b) (c) (d) (e) (f) 
Description of costs Date amortzaton Amortizable Code Amornzation Amortization 
begins amount section penod or percentage for this year 


42 Amortization of costs that begins dunng your 2014 tax year 


INTANGIBLE DRILLING COSTS070114| 3,701,761. | 60M | 
BUDE =, E у 


43 Amortization of costs that began before your 2014 tax year 

44 Total. Add amounts in column (f) See the instructions for where to report 

416252 01-08-15 Form 4562 (2014) 
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Credit for Prior Year Minimum Tax - Corporations OMB No. 1545-0123 
~ 8827 


Береке галау P Attach to the corporation's tax return. 20 14 

intemal Revenue Service >> information about Form 8827 and its instructions is at www.irs.gov/form8827. 

Name Employer identification number 
ENSIGN PEAK ADVISORS, INC. 84-1432969 


— 


Alternative minimum tax (AMT) for 2013. Enter the amount from line 14 of the 2013 Form 4626 


2 Minimum tax credit carryforward from 2013. Enter the amount from line 9 of the 2013 Form 8827 610,856. 


3 Enter any 2013 unallowed qualified electric vehicle credit (see instructions) 


4 Add lines 1, 2, and 3 
5 Enter the corporation's 2014 regular income tax liability minus allowable tax credits (see 
instructions) 
6 Is the corporation a "small corporation" exempt from the AMT for 2014 (see instructions)? 
* Yes. Enter 25% of the excess of line 5 over $25,000. If line 5 is $25,000 or less, enter -0- 
* No. Complete Form 4626 for 2014 and enter the tentative minimum tax from line 12 
TaSubtract line 6 from line 5. If zero or less, enter -0- 
bFor a corporation electing to accelerate the minimum tax credit, enter the bonus depreciation 
amount attributable to the minimum tax credit (see instructions) 
c Add lines 7a and 7b 
8aEnter the smaller of line 4 or line 7c. If the corporation had a post-1986 ownership change 
or-has-pre-acquisition excess credits; see instructions- 


b Current year minimum tax credit. Enter the smaller of line 4 or line 7a here and on Form 1120, Schedule J, Part |, line 5d 
(or the applicable line of your return). If the corporation had a post- 1986 ownership change or has pre-acquisition 
excess credits, see instructions. If you made an entry on line 7b, go to line 8c. Otherwise, skip line 8c 

c Subtract line 8b from line 8a. This ts the refundable amount for a corporation electing to accelerate 
the minimum tax credit. Include this amount on Form 1120, Schedule J, Part 11, line 19c (or the applicable line of 
your return) 

9 Minimum tax credit carryforward to 2015. Subtract line 8a from line 4. Keep a record of this 
amount to carry forward and use in future years 


sin 

ej jee fale [ufo fe [= fe |» [i 
© 
. 


610,856. 


JWA Form 8827 (2014) 
420281 
01-29-15 
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ОМВ Мо 1545-0162 


2014 


Attachment 
Sequence No 23 


Credit for Federal Tax Paid on Fuels 


| rom 4136 


| Department of the Treasury 
intemal Revenue Sevice (99) 


> Information about Form 4136 and its separate instructions is at www.irs.gov/form4136. 


Name (as shown on your income tax retum) Taxpayer identification number 
ENSIGN PEAK ADVISORS, INC. 84-1432969 
Caution. Claimant has the name апа address of the person who sold the fuel to the claimant and the dates of purchase For 
claims on lines 1c and 2b (type of use 13 and 14), 3d, 4c, апа 5, claimant has not waived the right to make the claim 
For claims on lines 1с and 2b (type of use 13 апа 14), claimant certifies that a certificate has not been provided to the 
credit card issuer 


1 Nontaxable Use of Gasoline Note. CRN is credit reference number 


(a) Type of use | (b)Rate | (c)Gallons | (d) Amount of credit 
YA 


НИЕГЕ ИШТЕ 
fucus wl] |] 


Off-highway business use 
Use on a farm for farming purposes 
Other nontaxable use (see Caution above line 1) 


a0 07 f 


2 Nontaxable Use of Aviation Gasoline 


(e) CRN 


Use in commercial aviation (other than foreign trade) 
Other nontaxable use (see Caution above line 1) 
Exported 


412_. 


ajo сю 


LUST tax on aviation fuels used in foreign trade 


3 Nontaxable Use of Undyed Diesel Fuel 


Claimant certifies that the diesel fuel did not contain visible evidence of dye 
Exception. if any of the diesel fuel included in this claim did contain visible evidence of dye, attach an explanation and check here > Г] 


(а) Type of use | (b) Rate | (c)Gallons | (d) Amount of credit 


Беш eee | „ш 
Ooo ШЕРУ 5 352 


Nontaxable use 

Use on a farm for farming purposes 
Use їп trains 

Use in certain intercity and local buses (see Caution 
above line 1) 


оосо 


4 Nontaxable Use of Undyed Kerosene (Other Than Kerosene Used in Aviation) 


Claimant certifies that the kerosene did not contain visible evidence of dye 
Exception. If any of the kerosene included in this claim did contain visible evidence of dye, attach an explanation and check here > 0 


(а) Type of use | (b) Rate | (с) байопв | (d) Amount of credit | (е) CRN 


| a Nontaxable use taxed at $ 244 -- 5-0-9 \/ 
| b Use on a farm for farming purposes EC 346 
C Use in certain intercity and local buses (see Caution 
d Exported ЖЕЛЕ EENSEEED ____|_ |44 
e Nontaxable use taxed at $ 044 HERO ЖЕТЕН | S [зт 
f — Nontaxable use taxed at $ 219 [=== НЕ ГИЯ a s d БС? 
For Paperwork Reduction Act Notice, see the separate instructions. Form 4136 (2014) 
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5 


Kerosene Used in Aviation (see Caution above line 1) 


xe ty Ed 
| m] $200 


(d) Amount of credit | (e) CRN 


Kerosene used in commercial aviation (other than foreign 
trade) taxed at $ 244 


Kerosene used in commercial aviation (other than foreign 
trade) taxed at $ 219 


Nontaxable use (other than use by state or local 
govemment) taxed at $ 244 


Nontaxable use (other than use by state or local 
government) taxed at $ 219 


= 
N 
a 
оо 
a 
a 


A E ра 
£ 
$ 


LUST tax on aviation fuels used in foreign trade 433 


Sales by Registered Ultimate Vendors of Undyed Diesel Fuel Registration No. > 


Claimant certifies that it sold the diesel fuel at a tax-excluded рпсе, repaid the amount of tax to the buyer, or has obtained the written consent 
of the buyer to make the claim Claimant certifies that the diesel fuel did not contain visible evidence of dye 


Exception. If any of the diesel fuel included in this claim did contain visible evidence of dye, attach an explanation and check here > O 


(Ы) Rate | (с) баПопѕ | (d) Amount of credit | (e) CRN 


Use by a state or local government 
Use in certain intercity and local buses 


>000 


Sales by Registered Ultimate Vendors of Undyed Kerosene (Other 
Than Kerosene For Use in Aviation) Registration No. > 


Claimant certifies that it sold the kerosene at a tax-excluded pnce, repaid the amount of tax to the buyer, or has obtained the written consent 
of the buyer to make the claim Claimant certifies that the kerosene did not contain visible evidence of dye 


Exception. If any of the kerosene included in this claim did contain visible evidence of dye, attach an explanation and check here > O 


Use by a state or local government 
Sales from a blocked pump 
Use in certain intercity and local buses 


| 


Sales by Registered Ultimate Vendors of Kerosene For Use in Aviation Registration No. > 


Claimant sold the kerosene for use in aviation at a tax-excluded price and has not collected the amount of tax from the buyer, repaid the 
amount of tax to the buyer, or has obtained the written consent of the buyer to make the claim See the instructions for additionat information 


to be submitted 
(а) Туре of use | (b)Rate | (c)Gallons | (d) Amount of credit | (е) CRN 


Use in commercial aviation (other than foreign trade) taxed 


at $ 219 355 
Use in commercial aviation (other than foreign trade) taxed 

at $ 244 417 
Nonexempt use in noncommercial aviation 418 
Other nontaxable uses taxed at $ 244 346 
Other nontaxable uses taxed at $ 219 369 
LUST tax on aviation fuels used in foreign trade 433 


Form 4136 (2014) 
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9 Reserved Registration No. > 


(с) Gallons of | (4) Amount of credit | (е) CRN 
alcohol 


re ee нык ee 
TEM 
>й - ] 


Reserved 
Reserved 


ШЕКЕ 
pour i 


че 
МИН 


10 Biodiesel ог Renewable Diese! Mixture Credit Registration No. > 


Biodiesel mixtures. Claimant produced a mixture by mixing biodiesel with diesel fuel The biodiesel used to produce the mixture met ASTM 
D6751and met EPA's registration requirements for fuels and fuel additives The mixture was sold by the claimant to any person for use as a 
fuel or was used as a fuel by the claimant Claimant has attached the Certificate for Biodiesel and, if applicable, the Statement of Biodiesel 
Reseller Renewable diesel mixtures. Claimant produced a mixture by mixing renewable diesel with liquid fuel (other than renewable diesel) 
The renewable diesel used to produce the renewable diesel mixture was denved from biomass process, met EPA's registration requirements 
for fueis and fuel additives, and met ASTM D975, D396, or other equivalent standard approved by the IRS The mixture was sold by the 
claimant to any person for use as a fuel or was used as a fuel by the clamant Claimant has attached the Certificate for Biodiesel and, if 
applicable, the Statement of Biodiesel Reseller, both of which have been edited as discussed in the Instructions for Form 4136 See the 


instructions for line 10 for information about renewable diesel used in aviation 
(b)Rate | (c)Gallons of | (d) Amount of credit | (e) CRN 
biodiesel or 
renewable 
diesel 


а Biodiesel (other than agri-biodiesel) mixtures 
— .- — -—-b_ Agri-biodiesel mixtures — : i. 
Renewable diesel mixtures 


11 Nontaxable Use of Alternative Fuel 


Caution. There is a reduced credit rate for use in certain intercity and local buses (type of use 5) (see instructions) 


(c) Gallons (d) Amount of credit | (e) CRN 
or gasoline 
gallon 
equivalents (GGE) 
a Liquefied petroleum gas (LPG) | |. sie || [p | | 459 
b "P Senes" fuels o A 7 — p — o 5 ка20 
C Compressed natural gas (CNG) (GGE = 126 67 cu ft) hae Өкен — —- A E 421 
d Liquefied hydrogen МЕНИ Ee | eee ЕН ЕРТ 
е Fischer-Tropsch process liquid fuel from coal (including ШИЕ ЕЕЕ ЕЕ 
peat) 243 423 
f Liquid fuel denved from biomass L^ or qp o pat 424 
g Liquefied natural gas (LNG) __ БЕІН Энн ee | КЕСУІ; 
h Liquefied gas derived from biomass LA [|] EAS 14% 
| 12 Alternative Fuel Credit Registration No. > 
| (c)Gallons | (d) Amount of credit | (e) CRN 
| or gasoline 
gallon 
| equivalents (GGE) 
| а Liquefied petroleum gas (LPG) | so | 6 | [| 4e 
b “Р Senes” fuels ПЕ ЕН ЖӘЙ БЕУ?) 
C Compressed natural gas (CNG) (GGE = 121 cu ft) | so | | | | | 428 
d Liquefied hydrogen EE | а 2 ee БЕЙ БУ?) 
е Fischer-Tropsch process liquid fuel from coal (including peat) EN | Уу MIENNE БЕН 430 
f Liquid fuel denved form biomass | 50 ES |O O 431 
9 Liquefied natural gas (NG) | 5 Hem. c | ss eo [o | 4з; 
h Liquefied gas derived from biomass osoo T O O 436 
i Compressed gas denved from biomass (GGE = 121 cu ft) GE ра | O O 437 


Form 4136 (2014) 
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13 Registered Credit Card Issuers Registration No. > 


а Diesel fuel sold for the exclusive use of a state or local government 
Ы Kerosene sold for the exclusive use of a state or local government 


C Kerosene for use in aviation sold for the exclusive use of a state or local 
govemment taxed at $ 219 


14 Nontaxable Use of a Diesel-Water Fuel Emulsion 


Caution. There is a reduced credit rate for use in certain intercity and local buses (type of use 5) (see instructions) 


е) Type of use | (6) Rate | (с) Gallons | (d) Amount of credit | 
prem е орт ESA 
fe le ee 


а Nontaxable use 


15 Diesel-Water Fuel Emulsion Blending Registration No. > 


(b) Rate | (с) Gallons | (d) Amount of credit | (e) CRN 
Blender credit | $06 | в — [| j| 30 


16 Exported Dyed Fuels and Exported Gasoline Blendstocks 


(b) Rate (c) Gallons (d) Amount of credit | (e) CRN 


а Exported dyed diesel fuel and exported gasoline blendstocks taxed at $ 001 
b Exported dyed kerosene 


17 


Total income tax credit claimed. Add lines 1 through 16, column (d) Enter here and on Form 
1040, line 72, Form 1120, Schedule J, line 19b, Form 11205, line 23c, Form 1041, line 24g, or 
the proper line of other returns > 


Form 4136 (2014) 


